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on the posterior side of the small chassis, and with the measuring-stick measure the distance from the string to this piece of wood. We will suppose that in the sketch this distance is 7 inches, Then place the plumb-line of the large chassis in the same way as that of the small one, at number i or 2, and with the large measuring-stick measure this distance. Place the measuring-stick against the string at number 7 and the extremity of this measuring stick gives the distance of the point corresponding with that marked on the sketch. Move the piece of wood placed in the clay, of which we have already the height until it meets the extremity of the measuring-stick, without altering the height, which should again be verified.
We have thus the height and the distance; the depth has now to be found.
Place on the chassis of the sketch the side string, in a line with the point marked on the plaster, and with the measuring-stick find the distance separating this point from the string, We will suppose that it is 3^. Do the same for the enlargement and place the string on the same number as that of the sketch. With the measuring-stick find the depth which is 3^ and push the piece of wood in the clay or draw it out, until its extremity is at that distance. The space then between the iron and this point is that which may be filled by the wooden armature, being careful to